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FOREWORD 


The trade-mark Day-BrITE is a symbol of quality mer- 
chandise, efficiently designed. 


Day-Brite originated the idea of the use of porcelain 
enameled steel reflectors in display lighting fixtures, and 
thru years of use porcelain enamel has proven its superiority 
in the commercial lighting field, where efficiency, rugged- 
ness and permanence of reflecting surface are important. 
This type of reflector is incorporated in all the fixtures 
listed in this catalog. 


In addition, the quality and workmanship put into the 
fabrication of Day-Brites, with the service rendered on all 
orders, put Day-Brite legitimately in first consideration 
when purchasing display lighting equipment. 


Fixtures listed in this book are covered by patents issued 
November 14, 1922; July 8, 1928. Other patents pending. 
Day-Brites are approved by the National 
Board of Underwriters. 


DAY- BRITE REFLECTOR CoO. 
3825 LACLEDE AVE. SLaLOUISSM®: 
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How to Order and Install 
DAY-BRITE Sectional Showcase Units 


When ordering assembled showcase units, the following instructions should be carefully 
followed to avoid mistakes and delay in shipment. To specify which end is to have 
electrical connection, face back of case. Give inside dimensions of case, (a) inside 
length, (b) inside width, (c) inside height—also specify number of reflectors desired. 
Specify also whether all glass, wood or metal frame case (this is important because of 
type of hanging clip used in these various cases). If case has oval ends, send 
template to insure perfect fit. 


For All-Glass Cases 
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OTE HOW HANGING 
CLIPS ARE INSERTED 
AND FASTENED To CASE. 


HANGING CLIP 













































7 STRAIGHT 

A is z CONNECTOR FOR RIGID AND 

SWITCH BOX LU FLEXIBLE CONNECTION 
ba FLEXIBLE TUBING 
In all glass cases, the hanging clip is slipped To install DAy-BrITEs in wood frame case, hold 
between the front and top glass and bent down. the unit in place, insert the screws in the hang- 
The end tubing is carried to the rear of case and ing clips and install spring clip for holding down 
brought down from this point for electrical con- tubing. This tubing is carried thru the floor of 
nection (see cut above showing an all-glass case at front corner for electrical connection. 
installation). Switch is usually installed in rear base of case. 


For Wood Frame Cases 
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NoTE How HANGING 
CLIPS ARE INSERTED 
AND FASTENED To CASE. 


HANGING CLIP 
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CONNECTION 










































FLEXIBLE TUBING 





The cross sections above clearly show method of installing Day-BriTEs 
in wood frame and all-glass cases. 


Clips furnished to hold 
connecting tubing se- 
curely in place. 











Sectional Showcase Lighting 
For 6-inch T-10 Tubular Lamp 





tional showcase fixture. 





4-foot Case 


INO5 9042-04 nic Dt Seepane ss eertate cs .c 6 i oe $11.70 
5-foot Case 

INO. 9052——2elbightS.m,. gaa ene ae 5 ead ce 12.45 

ING CO0SS seer lichte tree enn) fe ois 15.75 
6-foot Case 

INOS 90622 nic tS mines ie Sem arcs os 13.20 

Nol 0063s hichtss 2. oe 16.50 

INGS9064—4Aalbichts eee ae ene oe ac 19.80 
7-foot Case 

INOA90 (0 olson US meter eeeee te syne is oe) « 72> 

INKowe Oye B= ZN baled ash, Snake oo ao tha mie ae een one 20.55 
8-foot Case 

INOS 9083 =o) luichtsaaiee ee ere sans 18.00 

Wo 200 64rd tentang ee eet hs 21.30 


The above illustration shows the completely assembled and wired sec- 


This fixture is made up of the standard No. 90 single units and connected 

with 3¢-inch rigid brass tubing. Tubing is inserted into the reflector and 

fastened by means of set screws, thus eliminating bothersome threaded 
connections. Standard finish, Statuary Bronze Plated. 


9-foot Case 
No. 9093—3 Lights........... 
IN 03: 9094-4 eights tp panes Ae een tree Oe 22.00 


ING, 9095——Sscighttisaeneerr ate tase edo 25.35 
10-foot Case 

Noy 9003 —srlvichits veer ae rere 19.50 

ING {90044 Lights: 3 ere ena 22.80 

IN On900 502 Lito Ucar aaah ee ets ne 26.10 
11-foot Case 

INO<9014 S45 Lichtsm oeewris ce mtn 2395 

INoOs90LS2 orleichtss nee nae ieee ae ee O.55 

INO. 9016=Gilichts ieee eet ee ae 30.15 
12-foot Case 

INO 59024-—4) Litgitts 5.2 tee aes a ee 2400 

INOS 902 55m bie hoe eras eee 27.60 

INos9026— Ouldich tse ape ee ee O00) 


The above prices are for complete fixtures assembled and wired and include all neces- 
sary parts and switch, but no lamps. (Use Standard T-t0, 6-inch tubular lamp). 
Reflectors are spaced evenly to give best lighting results. 


Special Note:—When ordering assembled units be 
sure to give dimensions, (a) inside length, (b) in- 
side width, (c) inside height (See Page 4.) Max- 
imum length of down tubing furnished on 
standard units 42 inches, longer pieces addi- 
tional. Prices of assembled fixtures figured to 
nearest foot of case. 


To specify end to have electrical connection, face 
back of case. 


Prices for assemblies for cases longer than listed, 
add 75 cents for each foot of case—for each ad- 
ditional reflector add $3.30. Any finish other than 
Standard, 20% additional. 


Standard Package, One Set 


For single unwired units see Page 12. 
tional parts such as tubing, fittings, clips, etc., 
see Page 13, for switches and boxes see Page 16. 


For addi- 





Cross Section 
No. 90 
Y% actual size 
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Assembled Wall Case Lighting 


For 6-inch T-10 Tubular Lamp 


if My te seeassecevestesees 





No. 9142 


The above illustration shows the completely wired and assembled sec- 
tional wall case fixture for small wall display cases. This fixture is 


TRNERSERE CECT ETERS 







especially designed for cases where the reflector can be concealed. 
This assembly consists of the Standard No. 91 unit connected with 5/16 steel flexible 
conduit. Standard finish, Aluminum Spray. 


4-foot Section 


No20142—) Lichter ee. $ 8.00 
5-foot Section 

INO? 91L52—2 VightSane serene ion eee 8.50 

INOS9153=——se leicht sme pene eeren aren ene ae Lie > 
6-foot Section 

INOs9162—27 Wichts err eerecc nrc 9.00 

Nof9163—Stlights eeepc see eo aie 11.75 

INO 9164—4- Lichtsietn acer tencrt seme clear. 14.50 
7-foot Section 

INon9173==3_LightSiece carn se elec 1225 

INOS 91744. Isights ee aie perce haere eas 15.00 
8-foot Section 

INO; 9183—3 DichtSiem. sein ee nee 12.75 

No: 01844 Lightassa ae A 15550 


9-foot Section 


INo29193— 3) Lightsaa.e ese eee $13.25 

No..9194—4 Lights) saa aes eee ees 16.00 

Non9195—Silsichtsie a. sone ee eee 18.75 
10-foot Section 

No<9103-—3, Eightsttinecrescse ore a eee 13°75 

No. 9104—4 Lights 2.5 dchs chs ere remeber 16.50 

INO 9105——Si vig hts seer ares ater ane rene 19.25 
11-foot Section 

No..9114—4' Rishtsitenwe repute reece 17.00 

INon9115—orbights sae ee cree ere 19.75 

INoOv9116—G Wichts asec) een nee 22.50 
12-foot Section 

No:.9124——4 Lights 2 acu ate eee 17.50 

No. 9125-9 -Lishtsi) eee ene eee ee 20.25 

No:9126—6)Lichts tee ee eee 23.00 


The above prices are for complete fixtures wired and assembled ready to install with 
all fittings except switch and lamps. Three-foot lead furnished with each fixture for 
electrical connection, longer lengths 25 cents per foot additional. To specify end to 


have electrical connection, face front of case. 


Reflectors are spaced evenly 


to give best lighting results. 


For assemblies larger than listed, add 50 cents per 


foot for each additional foot of case, for each addi- 


tional reflector, add $2.75. Any spray finish other 


than aluminum, 10% additional. 


For single unwired units, see Page 12. 


For addi- 


tional parts such as tubing, fittings, wire, etc., 


see 


Page 13. For switches and switch boxes, see 


Page 16. 


Standard Package, One Set 
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These cross sections show two 
methods of installing No. 91 units. 


Cross Sections 
\% actual size 
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Large Size Assembled Units 
For Standard Lamps to 100 Watts 





No. 95 Assembled 


The fixture illustrated above is especially designed for large wall cases, or small show 

windows. These assemblies comprise the standard Day-BRITE Nos. 95, 96, 120, 121 

units connected with steel flexible conduit, completely assembled and wired with a 

three-foot lead for electrical connection. In computing the price of assembled units, 

up to three feet is allowed between reflectors. Switch and lamps are not included. For 

spacing over three feet, add 50 cents per foot. Standard finish aluminum spray on 
No. 96 and No. 121 units—Statuary Bronze Plate on No. 95 and No. 120. 


On Plated fixtures tubing is sprayed to match reflectors. 
Sprayed finishes other than Standard, 10% additional. 
Plated finishes other than Standard, 20% additional. 


Assembled fixture for lamps up to 60 watts 


No. 95—Statuary Bronze—Plated finish, per reflector...... $7.75 
No. 96—Aluminum—Spray finish, per reflector............ 4.50 


Assembled fixture for lamps up to 100 watts 


No. 120—Statuary Bronze—Plated finish, per reflector... .$9.50 
No. 121—Aluminum—Spray finish, per reflector........... 6.50 


Standard Package, One Set 


Nos. 95, 96, 120 and 121 single unwired units, are shown on Page 12. 
Flexible tubing—box connectors, etc., are shown on Page 13. 


Switches and switch boxes are shown on Page 106. 


Special note: Face front of case or window to state which end is to have electrical con- 
nection. Give inside dimensions of case or window and number of reflectors desired. 














Cross sections illustrate two 
methods of installing these units. 





To install as shown on left, 
we hangers should be bent as indi- 
cated, on job. 














Cross Sections 
\% actual size 
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Continuous Trough Showcase Lighting 
For 6-inch Dre e Lamp, Standard Base 


Wai EE 





Above is shown a DAY-BRITE continuous trough showcase lighting 
installation in Gimble Brothers Department Store, Philadelphia, Pa. 








Showing single socket arrangement. 


Unless specified otherwise the above 
fixtures will be furnished with elbow 
connector at one end of fixture only. 
If any other arrangement is desired 
specify when ordering. 

Eight foot of lead wire is allowed on 
each continuous trough fixture for 
electrical connection. Specify end 
to have electrical connection facing 


back of case. 

















actual size 








Cross Section 4 


Z 


. 2100, 2101, 2102— Showing twin sockel arrangement. 


No. 2100 series Reflector illustrated is especially designed for floor 
cases having quarter round moulding inside front top rail where 
fixture is to be fastened. Because of the construction of these cases 
a special hanging clip is used as illustrated in cross section below. 


Twin Sockets Single Sockets 
Straight Reflector Approximately Approximately 
Style No. 2100 24” Centers 18" Centers 
Per foot Per foot 

No. 2102—Drawn Steel, for spray finish. $3.00 $3.00 
No. 2100—Drawn Steel, for pelss finish. . 3.50 3.50 
No. 2101—Drawn Brass.. Nett AS an 4.00 4.00 
Miters, per set additional. : $4.00 
Curved sections—prices on application. 

Sections less than 2 feet figured at 2-foot price. 


(The above prices do not include tubing and fittings to electrical conneclion— 
see Page 10 for style and prices). 


Nos. 2100 and 2102 fixtures are also adaptable to continuous wall case lighting—when used 
for this purpose a straight connector is furnished at both ends so that the units can be easily 
connected together. 


Specifications 


Sockets—Porcelain, single or twin. 

Finish—No. 2102, any Standard Spray— 
No. 2100, Statuary Bronze, Gun Metal or 
Nickel Plated. No. 2101, Natural, Bank 
or Statuary Bronze or Nickel Plated. 


Outer Shell—Drawn Brass or Steel. 

Reflecting Surface—Steel, Porcelain 
Enameled. 

Size—Height, 124 inches; width opening, 
2% inches; length, continuous. 
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No. 1900 series Reflector can be used in any standard construction 
floor case. 





For hanging arrangement, see cross sections below. 


Showing single socket arrangement. 


a a Twin sockets on Singlesocketson Eight foot of lead wire is allowed on each continuous trough 
Straight Reflector approximate approximate a f : : Shecrty - trical 
Style No. 1900 eee 1Ge centers paar ee aah Specify end to have electrica 
onnecti se. 

e Per foot Per foot OB Ose ek 

o. 1912—Drawn Steel, for Cnet 2F tes 2- i 

SUA inish keith ee $3.00 $3.00 Sections less than 2 feet figured at 2-foot price. 
No. 1900—Drawn Steel, for 

plated finish............. 3.50 3.50 When ordering continuous showcase lighting, be 
No. 1911—Drawn Brass.... 4.00 4.00 


sure to give all the following information:— 


The above prices do not include tubing and fillings to electrical (a) Exact inside dimensions of case. 
connections—see page 10 for style and prices. : , 
(b) Catalog number of reflector. 


Miters, per Bet additional.........-...-........ ees Sea00 (c) Style of hanging arrangement by letter (see illustrations 
Gurved sections. petalOOten ase cacti ils fia peta or 10.00 below). 


! (d) End to have electrical connection (face case from back). 
Nos. 1900 and 1912 fixtures are also adaptable to continuous ; wrt Cone ; 
wall case lighting—when used for this purpose a straight (e) Specify style of end tubing if end tubing is to be furnished, 
connector is furnished at both ends so that the units can be (X or Y, see Page 10). 


Rastly connect cditopether. (f) Style socket—single or double. 


























Unless specified otherwise the above fixtures will be furnished (g) Specify finish. 

with elbow connector at one end of fixture only. If any other F ; 

arrangement is desired specify when ordering. (h) On curved sections, send template. 
Specifications 


Outer Shell—Drawn Brass or 
Steel. 


Reflecting Surface—Steel, Por- 
celain Enameled. 


Sockets—Porcelain, Single or 
Twin. 


Finish—No. 1912, any Standard 
Spray. No. 1900 Statuary 





























Type G Bronze, Gun Metal or Nickel ys 2 
11S arrangement USES NO Cl1PpsS— 
Plated. No. 1911, Natural, the fixture is screwed directly to 

Bank or Statuary Bronze, the case from within the shell. 


Gun Metal or Nickel Plated. 


Size — Height, 1% inches; 
width opening, 2% inches; 
length, continuous. 





























Cross Sections 4% 
actual size 
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Continuous Trough Showcase Lighting 


For Intermediate Base Lamp 





Nos. 1800, 1801, 1802 


This fixture is designed to take the new intermediate base T-61% tubular 
lamp, the unit being exceptionally small. 


Single sockets Single sockets 


Straight Reflector approximately approximately Eight foot of lead wire is allowed on each eos 
No. 1800 Series 18" centers 12” centers tinuous trough fixture for electrical connection. 
No. 180222 rawit Steet ESL IOO, a hy Specify end to have electrical connection facing 
for sprays inishi ener $2.85 $3.35 back of case. 
No. 1800— Drawn Steel cane . 
: Sections less than 2 feet figured at 2-foot price. 
for plated finish....... 3.30 3.80 8 P 
No. 1801—Drawn Brass 3.75 4.25 
The above prices do not include end fittings—see Specifications 
illustration below for style and prices. i 
“ aS i 1 f—_ ta P 
Miters per set additional............... $4.00 Outer Shell—Drawn Brass or Steel 
Ciimwvedisections pemlOO tena hte eee! O00 Reflecting Surface—Steel, Porcelain Enameled. 
Unless specified otherwise the above fixtures will be furnished Sockets—Porcelain, single. 
with elbow connector at one end of fixture only. If any other 


arrangement is desired specify when ordering. 


Finish—No. 1802, any Standard Spray. No. 
1800, Statuary Bronze, Gun Metal or Nickel 
Plated. No. 1801, Natural, Bank or Statu- 
ary Bronze or Nickel Plated. 





Size—Height, 12g inches; width opening, 15% 
inches; length, continuous. 





Any style hanging arrangement shown on 


Cross Section 4 Page 9 can be used on this fixture also. 


actual size 


+: oo 





Fittings for Continuous Trough Showcase Lighting Fixtures 





Style Y when tubing is to run down front of case. 
Comprises down tubing, fittings, flexible conduit 
and box connector—no switch included, $2.50. 








Style X when tubing is run down back of case. 
Comprises all tubing, fittings, flexible conduit and 
box connectcr—no switch included...... $3.00. 








For switches and switch boxes, see Page 16. 
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Assembled Unit Showcase Lighting 


For Intermediate Base Lamp 


—— ——_ 


No. 8042 


The above fixture is the assembled intermediate base lamp unit for 
showcase lighting. This new T-614 lamp being much smaller than the 
regular tubular lamp makes the use of a smaller size fixture possible and 
provides a more inconspicuous installation. Reflectors are spaced evenly 
to give best lighting results. 


This fixture is made up of the standard No. 80 single units and connected with %¢-inch 
rigid brass tubing. Tubing is inserted into the reflector and fastened by means of set 
screws, thus eliminating bothersome threaded connections. 

Standard finish, Statuary Bronze Plated. 

10-Foot Case 





4-Foot Case 7-Foot Case No. 8003—3 Lights..... $18.50 
No. 8042—2 Lights... ..$11.00 No. 8073—3 Lights..... $16.25 No. 8004—4 Lights..... 21.50 
No. 8074—4 Lights..... 19.25 No. 8005—5 Lights..... 24.50 
No. 8052 De ery 11.75 B Secs ate ERE TIN 
oO. om: IgNnts..... - No. 8083—3 Light 17.00 No. 8014—4 Lights..... 22.25 
No. 8053—3 Lights... 14.75 Nesepaaed Tachi Gi No. 8015—5 Lights... .. 25.25 
sath saat iar ene eiy 4 No. 8016—6 Lighcs..... 28.25 
6-Foot Case 9-Foot Case 12-Foot Case 
No. 8062—2 Lights..... 12.50 No. 8093—3 Lights..... 17.75 No. 8024—4 Lights..... 23.00 
No. 8063—3 Lights..... 15.50 No. 8094—4 Lights..... 20.75 No. 8025—5 Lights..... 26.00 
No. 8064—4 Lights..... 18.50 No. 8095—5 Lights..... 23.75 No. 8026—6 Lights..... 29.00 
Special Note:—When ordering assembled units, be sure to give The above prices are for complete fixtures assembled and wired and 
dimensions, (a) inside length, (b) inside width, (c) inside height (see include all necessary parts and switch, but no lamps. (Use inter- 
Page 4.) Maximum length of down tubing furnished oa standard mediate base lamp, T-6%, 25 watt.) 
units 42 inches, longer pieces additional. Prices of assembled 
fixtures figured to nearest foot of case. (To specify end to have For single unwired units, and additional parts such as tubing 
electrical connections, face back of case.) Prices for assemblies for fittings, clips, etc., see Page 13—for switches and boxes, see Page 16. 
cases longer than listed, add 75 cents for each foot of case—for each 
additional reflector, add $3.00. Any finish other than standard, Standard Package, One Set 


20% additional. 


Assembled Wall Case Lighting 


For Intermediate Base Lamp 






The above illustration shows the completely wired and assembled sectional 
intermediate base lamp fixture for small wall display cases. On cases having 
a very narrow cornice to conceal reflectors, the use of these units is recom- 
mended. This assembly consists of the standard No. 81 unit connected with 
5/16-inch steel, flexible conduit. Standard finish—Aluminum Spray. 


4-Foot Section 7-Foot Section 10-Foot Section 
INO; S142—2) LightSiascn ascetic. 2.00 Nos 8173s ISHtea acest LOO No. 8103—3 Lights socrn= cuss? 7: PL 2-00 
INO 8t74——47 Lig htsicnn alee, dete ey OO. No. 8104—4 Lights...... Fue hee ead SESS) 
5-Foot Section No. 8105—5 Lights........ pe 1 1.50 
ale Pas rights. ee ele Pe ie Hip 8-Foot Section 11-Foot Section ; 
MT Se sate acer ey Nees Nos 8183==3 Lights: aie eereaei 11-50 Se 8114—4 oe PS yas aN 15.50 
: No. 8184—4 Lights..... Rete ee 14.00 o. 8115—5 Lights...... eer, 1S 
No. 8162—2 dee pecrey eee S100 No. 8116—6 Lights........ At te AUR 
No. 8163—3 Lights............. .. 10.50 Foot Seenon 12 Foot Section 
INOS 8164—4,ishits abc maeaes srt A SsO0 No. 8193—3 Lights................ 12.00 No. 8124—4 Lights....../...... 16.00 
No. 8194—4 Lights....... Soe me ck 4c50 No. 8125—5 Lights. Le ; 18.50 
Use T-6% tubular intermediate base lamp. No 8195—S Lights.......... Piel 2.00 No. 8126—6 Lights.. : 21.00 


The above prices are for complete fixtures wired and assembied ready to install with all fittings except 
switch and lamps. Three-foot lead furnished with each fixture tor electrical connection—longer lenghts 
25 cents per foot additional. (To specify end to have electrical connection, face front of case.) 


For assemblies larger than listed, add 50 cents per foot for each 
additional foot of case—for each additional reflector, add $2.50. 

, r Hiss 4 é ; % additional. Cross Section 
Any spray finish other than aluminum, 10% additional Nos. 80 and 81, 
For single unwired units and additional parts such as tubing, fittings, 14 actual size. 
wire, etc., see Page 13. For switches and switch boxes, see Page 16. 


Standard Package, One Set 
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Cabo 


Unwired Units for One and Two Lights 


For one Tubular T-10 Lamp 


No. 90—Single unwired unit, length 9 inches, drawn of brass, 
porcelain socket. Statuary Bronze, Plated finish, each.......$3.30 


No. 91—Single unwired unit, length 9 inches, drawn of brass, 
porcelain socket. Aluminum Spray finish, each............. 


& 


2.45 





No. 90 


Q 


No. 190—Unwired unit, length 18 
inches, made of brass, twin porce- 





lain socket. Statuary Bronze, 
Plated cfinishyieactin. rere meter $5.75 
No. 191—Unwired unit, length 18 Cross Section 
inches, made of steel, twin porce- Nos. 90-91 
lain socket. Aluminum Spray alte ia! 
No. 190 finishs each ve. cade a ne 4.50 Height, 1% 


Opening, 24%" 
With Nos. 90 and 190 Reflectors, use 34-inch brass tubing. 
With Nos. 91 and 191 Reflectors, use 5/16-inch steel flexible conduit or %-inch brass tubing. 


For completely assembled units of Nos. 90 and 91, see Pages 5 and 6. 


Standard Package Nos. 90 and 91, Twelve. Standard Package Nos. 190 and 191, Six. 


For one Standard Lamp, 15 to 60 watts 
No. 95—Single unwired unit, length 9 inches, made of brass, porcelain socket. 
Statuary, Bronze? Plated finish, caches cat steve feelers eset sitar erraee eee ct Se S5.75. 
No. 96—Single unwired unit, length 9 inches, made of steel, porcelain socket. 
Aluminum Sprave finish-jeachi sc nste meee ae ros a Pee3 20 





No. 95 


For two Standard Lamps, 15 to 60 watts 
No. 195—Unwired unit, length 
15 inches, made of brass, twin 
porcelain socket. Statuary 
Bronze Plated finish, each. ..$8.00 








Cross Section No. 196—Unwired unit, length 

Nos. 95-96 15 inches, made of steel, twin 
195-196 porcelain socket. Aluminum 

Height, 31%” Spray finish, each.......... .$5.00 





Opening, 414” 


No. 195 


With above units use 5/16-inch flexible steel conduit, 4-inch iron pipe or %-inch brass tubing. 


For completely assembled units of Nos. 95 and 96, see page 7. 


Standard Package No. 96, Twelve. Standard Package Nos. 95, 195 and 196, Six. 


For one Standard Lamp up to 100 watts 


No. 120—Single unwired unit, length 12 inches, made of brass, 
porcelain socket. Statuary Bronze Plated finish, each..............$8.00 


No. 121—Single unwired unit, length 12 inches, 


‘ t made of steel, 
porcelain socket. Aluminum Spray finish, each 





No. 120 


For two Standard Lamps up to 100 watts 


No. 220—Unwired unit, length 

15 inches, made of brass, twin 

porcelain socket. Statuary 

Bronze Plated finish, each... .$9.25 

No. 221—Unwired unit, length 

15 inches, made of steel, twin Cross Section 

porcelain socket. Aluminum Nos. 120-121 

Spray finish, each............$6.25 220-221 
Height, 414” 
Opening, 5% 





” 


With above units use 34-inch flexible steel conduit, *<-inch Iron pipe, °4-inch brass tubing or No. 14 BX wire. 
For assembled units Nos. 120 and 121, see Page 7. 
Standard Package Nos. 120 and 121, Six. Standard Package Nos. 220 and 221, Six Assorted. 


Finishes other than Standard :— Brass pull chain sockets can he furnished in any of the above fixtures. 

Plated finishes 20% 1 Additional Single pull chain socket............ Mee ane $0.50 additional 

Spray finishes 10% § Ewin: pull chain:eocketiw.5 40 oe) ee 1.00 additional] 
Hanging clips and screws included in above prices. 
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Unwired Units for One and Two Lights 


For Intermediate Base Lamp 


For one T-6!/, Tubular Lamp 





No. 80—Single unwired unit, drawn Q) 
of brass, Porcelain Socket, Statu- L 


ary Bronze Plated finish, each... .$3.00 


j p : Cross Section 
No. 81—Single unwired unit, drawn Nos. 80 and 81 


ly A 
‘ = 4 actual size. 
of brass, Porcelain Socket, Alum- 


HAUT Spy Maas CCN ane one Solo poe ABO eee eee 


Dimensions—Length, 8}4 inches; width, 134 inches; 
height, 1%¢ inches. 


Standard Package, Nos. 80 and 81, Twelve. 


For two T-6!/, Tubular Lamps 





No. 180 


No. 180—Unwired unit, made of 
brass, two single Porcelain Sockets, 


Cross Section Statuary Bronze Plated finish, each $5.50 
Nos. 180 


and 181, No. 181—Unwired unit, made of 
14 actual size. ‘ : . 
steel, two single Porcelain Sockets, 
Aluminum pray; tinisheachte, haa ee ei) 4625 


Dimensions—Length, 18 inches; width, 134% inches; 


height, 13¢ inches. 


Standard Package Nos. 180 and 181, Six. 


Use 3@-inch brass tubing with Nos. 80 and 180 and ;3;-inch steel 


flexible conduit or 14-inch brass tubing with Nos, 81 and 181. 


+: 


+ 





Detail of Construction of Day Brite Units Nos. 80-81-90-91 


PENDING 
2 A AED 


HANGING CLIP 


ONE PIECE DRAWN 
BRASS SHELL 


STEEL PORCELAIN 
ENAMEL LINER 


COVER OF PORCELAIN SOCKET 


WIRING CHAMBER 





SPECIAL DAY-BRITE DESIGN TUBULAR LAMP 


Parts List for Unwired Units 


Hoel los Culinary, joie Ol, 5 5 Ao cam oene beats Hoos on cab ene. 
ES LD OWS 26a Cll eae eit eet gs ie eur 2 ok, Ree eet pom pane a reek hdr cae a cov hatane 
‘Tiel ornnyes (ore Ol CRN OL bye RS oo bee ARG G Oe Abeke od oO eo eee 


oS) opis fee Cla ays MECRO TY & Bey was Aa eS alee becca 
ys-inch steel flexible tubing, per foot...... 


3%-inch steel flexible tubing, per foot............ 
zs-inch flexible tubing box connectors, each...... 
3¢-inch flexible tubing box connectors, each.......... 


7s-inch flexible tubing straps, each.......4......... 
No. 18—Slow burning wire, per foot.......... 
INO =14——SlOwsbUunnines ware. PeIstOOu. meses. a. ae seater te Re cei e «eal oe 


Standard Package 


Quantity 

See SOr30 100 feet 
-40 24 
30 24 
-10 24 

eZ, 250 feet 

.20 250 feet 
oz 24 
Ay 24 
-10 24 

.05 250 feet 

08 250 feet 


For switches and boxes see Page 16 
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Refrigerator Case Reflectors 
For Concealed Wiring 


The refrigerator reflectors shown below were originated by DAy-BriTE and employ the 
same principals as are found in all DAy-BRITE units. The outer shell is drawn of a single 
piece of heavy gauge brass. The liner is of steel, porcelain enameled, socket porcelain, 
special design. A special ventilating system prevents 
the reflector from becoming too warm. 





Top Or Countte 7 




















Cross Section showing a 
No. 50 Reflector 
attached to refrigerator. 








No. 50 No. 60 


No. 50 Reflector illustrated above, de- No. 60 Reflector is another design of ex- 


signed for concealed wiring only. When 


s I C L ng © 4 terior light for concealed wiring. This unit 
installing this unit a special junction box is 10 inches long for one T-10 Tubular 
euould ee ne ie ne ng TONE eOced lamp. Use special junction box for install- 

For one T- ubular lamp. No. 50— : Ba rt : “e 

inches long, per Reflector, unwired....... $3.60 ing this fixture. Per Reflector, unwired. . .$4.00 





No. 61 


No. 61—Similar in design to above, except 15 inches 
long, special porcelain socket for two T-10 Tubular 
lamps. Per Reflector, unwired...................$6.00 


Standard finish Statuary Bronze and Nickel Plated. Can also be furnished in Chromium Plate at 
/0.cents additional for one-light Reflector. $1.00 additional for two-light Reflectors. 
Standard Package, Twelve. 


rhe above is for Reflector only, unwired. For all parts necessary in assembly see Page 16. 





VY _¢$}]jNR AAMAS? 





Refrigerator Case Reflectors 


For Surface Wiring 


No. 40 Reflector illustrated below is for exterior lighting. This fixture can be installed 


on cases while in service, having an outlet at each end for tubing connection. 
(See Figures 1 and 2.) 


All tubing is exposed. 





No. 40 


No. 40 Reflector—8 inches long, drawn of one- 
piece heavy gauge brass, liner steel porcelain 
enameled, socket porcelain, special design, for 
one T-10 Tubular lamp. Reflector only, un- 


WIC CMe eae erie: Ld a ann heaves Sek 


Standard Package, Twelve. 


The above is for single Reflector only, unwired. For all 
parts necessary in assembly see Page 16. 


ELBOW 





SOFT TUBING 
BEND TO FIT 






REFLECTOR 
ee 


STRAIGHT 
CONNECTOR, 














Fig. 1 


Shows tubing installation on end 
of case to switch box. 





Fig. 2 


Completely Wired and Assembled Refrigerator Lighting 


No. 40 Reflector can also be furnished, assembled and wired complete at factory 


following prices. This assembly is complete with switch ready 
for installation—no lamps included. 








6-Foot Case 
No. 4062—2 Lights....... 


8-Foot Case 
No. 4082—2 Lights....... 


10-Foot Case 
No. 4003—3 Liglits..... 





No. 4083-3 Lights... .....-. 


No. 4004—4 Lights......... 


Face back of case to state end to have electrical connection. 


PLOT 


21.60 
25.60 
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No. 4062 


No 
No 





12-Foot Case 


- 4023—3 Lights... $23.10 

. 4024—4 Lights......... 27.10 
14-Foot Case 

. 4043—3 Lights......... 24.60 

. 4044—4 Lights... 28.60 

. 4046—6 Lights..... . 36.60 


Standard Package, One Set 


For interior lighting of refrigerator cases the Nos. 80, 81, 90 and 91 units 
shown on Pages 5, 6 and 11 can be used. 





ne vas «$4.00 


at the 








No. 1 No. 2 


No. 1—Complete single pole Toggle 


switch, plate and No. 3 box, each. .$1.00 
No. 2—Combination receptacle— 
switch, plate and No. 3 box, each.. 3.00 





No. 8 


No. 7—Surtace type, galvanized, 
Toggle switch cover for boxes 4 and 





5 only eachs... cee oe «eyo arnana ete $0.22 
No. 8—Blank galvanized cover 
for boxes 4 and 5, each.......... bee, 


TANASE T ee gtr ite 
SE UG Ge 


earn 
ewes 





Now3 No. 4 
No. 3—Box with ears for flush 
mounting—length, 3 inches; width. 
2 inches; depth, 234 inches, each. . . $0.30 
No. 4—Surface type switch box, 


galvanized—4 inches long; 2% 
pichee wide; 21% inches deep, es a3D, 


No. 9 


No. 9—Blank galvanized cover for 
bOX, 6; Cachien weciatciews sieved ieee ene $0.22 


Standard Package, Ten each 


pies ae — 
Ys oe 


No. 10 








No. 5 


No. 5—Surface type switch box, 
galvanized —4 inches long; 2% 
inches wide; 14 inches deep. each. $0.35 


No. 6—Small junction box, gal- 
vanized—3%4 inches long;1% inches 
wide; 114 inches deep, each....... 35 





Fig. 1 


No. 10—Levolier Pullswitch,which 


can be mounted on Styles 8 and 


9 covers as illustrated, Figure 1, 
Switch only, each.n mek eee ater $ 


Wire, Tubing, Connectors, etc. 
For Connecting Refrigerator and Showcase Units 


Eiken each. 


T ubing connectors, each. 


Spring clips, each. 


Tetnell steel flexible tubing, per ‘foot... 





Standard Package 


Quantity 
SS-INChsDLASS CUDINOs® Dein lOO t= ern taken et nee eee DO) O 100 feet 
-40 24 
30 24 
-10 24 
si Cnr Narcan ean mera LD, 250 feet 
3¢-inch steel flexible tubing, per fO0tL Le ade hinge eee eee 250 feet 
7¢-1nch exible tubingsboxiconnecton. cacy men ene 1 24 
se-inch exible tubing box connector,eac lie rine ene Lee 24 
Tench Lexiblestubinesstraps.ea.chiwn a sels e sy eens = anne een oC) 24 
No..18—Slow burning wire, per-foote ©, 47 ee ee eee 250 feet 
No-14—Slowsbuminoswires per tote eta ae een OS 250 feet 
Junction Boxes for Concealed Refrigerator Wiring 
No. J1—Type C—3 4% x v6 CAChie sn racer sae $0.40 
No. J2—Type C—} 2 x 4, each. a? -40 
No. J3—Type T—%% x % x &, each. one Wee -50 
No. J4—Type T— 8% eS x 4x \%, each... .50 
No. J5—Type T—%x 4% x 4, each.......... 50 
No. J6—Type 4 center x 34 x 3%, each.... .50 
Cover €achs 2 38 rt ee ee Sarees ene eee ee LO) 





Dimensions of box only, 1 
each collar add 


4"x34"x 14" deep. For 
14 inch to AAG measurements. 


conduit. 


[16 Je 


Standard Package 


All measurements for brass tubing outside diameter. 
The 44-inch can also be used for 35-inch flexible 





24. 











AY-BRIT. 


ee YIN NN 


= S3owy 
(AY 





COURTESY THE NEWHOUSE GALLERIES, ST. LOUIS 


Method of Approximating Proper Size Picture Reflectors 


To properly illuminate a painting, the reflector should be about one-half to two-thirds 
the length of the canvas and should project slightly less than one-half the painting’s 
height. 


Viz.:—On a painting 28 inches high, 30 inches long, the reflector should be 15 inches long 
and project about 12 inches from the canvas. 


For paintings up to 42 inches in height, the tubular lamp reflector will give efficient 
illumination; over 42 inches, use the large size standard lamp refiector. 


Do not include frame in measuring paintings for reflectors. 


The above is a guide only to cover general conditions. 
In choosing the size of reflectors, such conditions as 
color of canvas and mounting height from floor, must 
be taken into consideration. The best results are 
obtained by adjustment of reflector after installa- 
i tion. For this reason DAy-BRITEs are made ad- 
justable horizontally and vertically. 












Y 


~—fffy, 


YY lilo 
VINNIE 
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Y, 
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Accompanying drawing shows how reflectors 
are fastened to picture frames. 


shJjpffyj 
YswsyuN7“[(/ 
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The picture reflectors shown below can be furnished in steel or brass. 
finish on steel is Gold Spray—on brass, Brush Brass. 


Picture Reflectors 





i 


O 


Cross Section, 
4 actual size. 


The Standard 


Day-BrITEs are adjustable in horizontal and vertical positions and also at the fitting— 
nine feet of silk cord and plug are furnished with each fixture. 



































STEEL BRASS Lenctu | NUMBER 
Catalog] p_-; Catalog] p_- OF OF 

No. Price No. Price REFLECTOR| LIGHTS 
720 |$ 9.00} 730 /$11.50 9” One 
FeAl aT bt ESTO} || Zesm 14.50 Sie Two 

(PBs 15.00 732 21.50 Bae Three 
723 | 20.00 View) 27.50 30F Four 
7247 |°42.00))) °734- 015.00 10” One 
725 | 14.00! 735 19.00 (esi! Two 


Standard Package, Tubular Lamp Size, Twelve. 


The unit shown here is for very small paint- 
ings. Reflector is 6 inches long and designed for the 
Candelabra baselamp. It is constructed similarly 


No. 890—Brass— Brush 
No. 





No. 880 


to the above picture lights. 


S80-—Steel——Goldi Spray finishes.) an. 


Brass finish 


Standard Package, Six. 


St 


a 
NUMBER LENGTH ARM SIzE DIMENSION 
OF OF 
. 7 . AMP 
BRACKETS Horizontal V ertical I. ue FIXTURE 
One 10” On es) bl O=ubular e234 exasee 
“ec oe On oe ae ae ae 
ae ihe felue ae ae ae ae 
Two Sve feels ve “ec oe ae 
One 128 8” |15-50, TypeA 4x 5” 
ee she! gS” ae ae oe ae “e 














Standard Package, Standard Lamp Size, Six. 
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Picture Reflectors 





Illustration Tubular Lamp Size, Picture Reflector No. 600 Series. 







Cross Section, 
VY actual size. 


















































STREV BRASS Lenctu | NuMBER! NUMBER LENGTH ARM ae aes ee 
Sere Price Nu Price REAR cise cere Boe Horizontal| Vertical] FIXTURES ae 
620 |$ 9.50} 630 |$12.00 g” One One 10” 6” 34% x 23” |T10-Tubular 
621 12.00| 631 15.00 ieee Two st 123 6” ei <s oe od 
622 16.00} 632 22.00 24” Three st iS) 8” ‘ a ys a 
623 21.00} 633 28.00 SO Four Two Sg 8” “ * ‘ } 
624 12.00| 634 15.00 NO) One One 127 8” 54% x4" |15-50, TypeA 
625 14.00} 635 19.00 15K Two i 15 8” fs a tt SNe 
626 19.00| 636 24.50 2A" Three ss NS 10” “s = i ee 
627 ZO.OONOS7. 34.00 30” Four Two 18” 10” = os = ees 
628 34.00| 638 42.00 ASt Six 18” 10” 5 * a mate 
Standard Package, Tubular Lamp Size, Standard Package, Standard Lamp Size, 
Twelve, Assorted. Six, Assorted. 


Illustration Standard Lamp Size, Picture Reflector No. 600 Series. 





Standard finish—Steel, Gold Spray. Cross Section, 
Brass, Brush Brass. 4 actual size. 






For 


Showing an installation of No. 770 reflector—Notice the continuous length 





furnished,,eachie, Arey lice Se ee ee end OO) 
woss Seciions Ni 77, 774 4 3 a 
Cross Sections Nos. 770 and 774, \% actual size No. 770 
Specifications 
Outer Shell Dimensions—No. 770, height, 434 width, 6 
Reflecting Surface—Steel, Porcelain Enameled. ea length SonGunous: ; 
z : ; No. 773, height, 5 inches; width, ; length 
Sockets—Twin Porcelain, spaced on approximate 24- continuous. 
No. 774, height, 614 inches; width. 8 inches; length 





inch centers. 


Steel. 


Overhead Lighting 


Art Galleries, Rug Departments, Tapestry Departments, Etc. 


obtained by coupling single sections together. 


No. 770—Overhead lighting fixture can be made in con- 
tinuous lengths by coupling sections together. Will take 
lamps up tol lOO) watts. per toot, wiredi ss ene SO. 


No. 773 is similar to the No. 770, except for shape of 
shell. For lamps up to 100 watts, per foot, wired...... 7.00 


No. 774 same design as No. 773, Seen for ee up to 
150 watts, per foot, wired. SAS hye CC ne SSO 


75 cents per foot additional eee for PATE, less than 4 feet. 


Pull Switches to controll sections as desired can be 


Finish—Any Standard Spray. continuous. 
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Picture Foot Light and Curiosity Case Reflector 


No. 790 reflector illustrated below is for 
use on mantel pieces, for the illumina- 
tion of picture from below. It is listed 
only in one standard length. Prices and 
information on other lengths fur- 
nished on request. 








No. 790 


No. 790—Mantel piece reflector is made of 
Drawn Bronze moulding; the reflecting sur- 
face is steel porcelain enameled; socket, special 
twin porcelain, and equipped with 9 feet of silk 
cord, push-thru switch and plug. This unit is 
equipped with adjustable louvers for the proper 
control of light on pictures, each....... $35.00 


Length, 17 inches at bottom, for two T-10 
Tubular Lamps. May be had in any Standard 
Plated finish. 


Standard Package, One. 


Cross Section No. 790 
V4 actual size. 











Over showcase reflector that can be used on cigar, candy cases, etc., where an inside light 
is not desirable or practical, can be furnished in Bronze or Steel; equipped with porcelain 
enameled liner, twin porcelain socket, Toggle switch, 9 feet of silk cord and plug. 


Length, 14 inches for two Standard 25 watt lamps. 





No. 900 


Bronze reflectors may be had in any Standard Plated finish. 
Steel reflectors any Standard Spray finish. 


IN es Cilk—“"Sral. sg een oda poe 12 5 SEO 
INO 9002 BronZzenyanc erie ee tos ae 19.00 


Standard Package, One. 
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Bracket Lighting 


Bracket reflectors can be furnished in standard units as listed, made of brass or steel 
and can be finished as follows: 


Finishes—Brass—Bank, Statuary Bronze or Brush Brass. Steel—Any Standard Spray. 


NY 


aN 







































































; No. 130 
Cross Section No. 131, 
lg actual size. 
STEEL BRASS LENGTH | LENGTH Coe STYLE DIMENSIONS 
Catalog -  |Catalo ._. |REFLECTOR| ARM LAMP SOCKET OF 
No. *) Price No. *) Price Inches Inches Porcelain REFLECTOR 
145 |$ 8.00} 130 |$11.50 9 10.79 25. W eT 10 Single 2144x3 
144 | 10.00} 129 | 13.50 15 12 See Twin 244x3 
146 | 10.00] 131 | 13.00] 10 10 15-60, Type A Single 344x4% 
147 | 12.00} 132 | 16.50 15 Loe Tane ise oeé Twin 344 x4% 
| | : c 
161 11.00} 160 15.00 10 18 60-100, Type A Single 4. x5 
163 13.00 162 19.00 15 18 ei ie Twin Ar gexed 
N ae 
BY) 
Cross Section No. 231, 
4 actual size. 
STEEL BRASS LENGTH | LENGTH SIZE STYLE DIMENSIONS 
Catalog Pric Catalog Pr; REFLECTOR| ARM LAMP SOCKET OF 

Nop ees No. Nes Inches Inches Porcelain REFLECTOR 
245 |$ 9.00} 230 /|$12.00 9 10 25W, T-10 Single 234 x 3% 
244 | 11.00} 229 14.00 15 10 i ss Twin 234 x 3% 
246 sl eS{0) |) Pasha 14.50 10 12 15-60W, Type £ Single 4 x5 
247 13.00 232 18.00 | uS ie £ bk oe Twin AP EX'S 























For continuous length bracket lighting, see Page 49. 


Allbracketsare equipped with porcelainenameled 
reflecting surface, porcelain keyless sockets and 
wired complete ready for installation. 


Single pull chain brass sockets, additional. $0.50 


Twin pull chain brass sockets, additional. . 1.00 
Goose neck instead of straight arm, 
additionale.s.9 ene 1.00 
Toggle switch can be furnished in canopy 
additional wr asec tee nent ae eee 1500 


Special Plated finishes other than listed, 
additional eel se ce ee eee Ue 


Standard equipment on above fixtures, round 
canopies and stems—specify whether Crowfoot 
or Hickey is desired for mounting. 

When ordering specify finish. 


These fixtures can also be furnished with strap or 
flange fittings as indicated on Page 25. (Figures 
3 and 4.) 

Standard Package, Three. 













sarc “SB SoA i SS 


Bracket Lighting 


Showing other bracket styles, using square stems and canopies. Fixtures equipped with 
porcelain enameled liners, porcelain sockets and wired complete ready for installation. 














No. 331 
Cross Section No. 331, 
4 actual size. 
STEEL BRONZE LENGTH | LENGTH SIZE STYLE DIMENSIONS 
Catalog Deas Catalog Pric REFLECTOR| ARM LAMP SOCKET OF 
No. No. : Inches Inches Porcelain REFLECTOR 
345 |$ 9.50} 330 |$12.75 9 10 25W, T-10 Single 23%x3k 
344 11350) 9329 15.00 15 10 = i Twin 23%%x3k 
346 12200)|/Reool 15.00 10 12 15-60, Type A Single 44%x5 
347 14.00 B52, 19.00 15 WZ rs eee Twin 44%x5 











Cross Section No. 431, 
YY actual size. 

















No. 431 


The fixtures listed below are made of Bronze only and can be furnished with 





diffusing glass bottom, if desired. 





























BRONZE WITH LENGTH | LENGTH SIZE STYLE DIMENSIONS 
Catalog| p.: DIFFUSED |REFLECTOR| ARM LAMP SOCKET OF 
rice : ie 
No. GLASS Inches Inches Porcelain REFLECTOR 
430 ($14.50 $17.50 9 10 25W, T-10 Single 34u%x3kh 
429 16.75 20.00 15 10 * “ Twin 3K%x3kh 
431 19.00 10 Ly 15-60, Type A Single 4l4ex5 
432 24.00 15 1 # ies Twin 4l46x5 
433 25.00 10 15 . a Single SF x4 
434 32.00 15 5 A AY Twin 5 x5% 
Single pull chain brass socket, additional . $0.50 Standard Finishes—Bronze—Natural, Bank or 
Twin pull chain brass socket, additional. . 1.00 Statuary Bronze, Brush Nickel. 
Goose neck instead of straight arms...... 4.00 Steel—Any Standard Spray. 
Bice tee can be furnished in canopies, When ordering specify finish desired. Specify 
Se eae ha re whether Crowfoot or Hickey is desired for 
Special Plated finish, additional. . 20% mounting. 


Standard Package, Three. 
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Cashier Cage Reflectors 
Standard 18-inch Units 





No. 1012 


Specifications 
Outer Shell—Brass or Steel. 
Reflecting Surface—Steel, Porcelain Enameled. 
Sockets—Brass, Twin Pull Chain. 
Finish—Steel, any Standard Spray. 


Brass—Brush Brass, Natural, Bank or Stat- 
uary Bronze. 


70004 OOO OOO 


Standard 18-inch reflector with diffusing 
glass bottom for cashier’s cage, ticket 
windows, etc. 


Gdeonceroonone 

















No. 1014 No. 1012 
No. 1014—Steel, 25 watt Tubular No. 1012—Steel, 15-25 watt 
a0 stampe Pa. . $12.00 Types Lamp 224 aoe eee $12.75 
No. 10242 =Brace 25 watt Tapia No. 1022—Brass, 15-25 watt 
T=10) Lampe gg see 16.50 Py pesAt Lamp 2! eee eee 250) 


Dimensions— Height, 2% inches; 


: Dimensions — Height, 3% inches; 
width, 31% inches; length, 18 inches. 


width, 414 inches; length, 18 inches. 











casts 
No. 1011 No. 1010 
No. 1011—Steel, 15-50 watt INo, LOL0——Steely 15-508 watt 
TypesA Lampits,:. 2s secre elas TypesAcLampe cae tees las 
No. 1021— Brass, 15-50 watt No. 1020—Brass, 15-50 watt 
Type banip acaeee ae eS OU Types Aclampa yearn eee 18.00 


Dimensions—Height 4 inches; width, 


Dimensions—Height, 4 inches; width, 
5 inches; length, 18 inches. 


5 inches; length, 18 inches. 


No. 1016—Drawn_ Steel, 


15-50 watt Type ALamp. .$17.50 
No. 1026— Drawn Bronze, 

15-SO watt TypeALamp.. 24.00 
Dimensions—Height, ae inches; 
width, 5 inches; length, 18 inches. 


Any fixture complete without 
wiring, deduct 80 cents. 


Specify finish desired. 





For continuous lengths, see 
Pages 30 and 31. 
Standard Package, Six Assorted. 
Note: Fixtures Nos. 1016and 1026 
furnished with hinged frame and 
all other fixtures on this page 


equipped with removable frames, 
not hinged. 


Cross Sections % actual size 








Special Brackets 


No.505 Utility Reflector—This fixture has a drawn brass 

shell, porcelain liner and pull chain socket. The swivel joint 

on the shell and the flange on the upright make it adjustable 

to any desired position. Each fixture wired complete with 
9 feet of silk cord and plug. 





No. 505 
No, 505—EBach.....:.:... 





ee DS LOLO0 


Dimensions — Height, 17% inches; width 
opening, 21% inches; length, 9 inches. Arm, 
10 inches long. 


Standard Package, Six. 























Fig. 3 Fig. 4 


Figures 3 and 4 show two additional styles of mounting that can be furnished on fixture 
No. 505. These two mountings can also be furnished on any of the 
brackets shown on Page 22. 


This Reflector is designed for Standard lamps up to 60 watts. Reflector is 
completely wired with pull chain socket ready for installation. 





Cross Section 14 actual size. 


No. 1365—Steel Reflector..............$ 9.50 
No. 1366—Brass Reflector............. 13.00 


Specifications Nos. 1365-1366 
Outer Shell—Steel or Brass. 


Dimensions—Height, 31% inches; width, reflec- 
tor only, 414 inches; length, 9 inches. 


Standard Package— 
No. 1365, Twelve; No. 1366, Six. 


2] 25 Je 


Reflecting Surface—Steel, Porcelain Enameled. 
Sockets—Brass, Single Pull Chain. 


Finishes—Steel, any Standard Spray. 
Brass—Natural, Bank or Statuary Bronze or 
Brush Brass. 
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